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NATIONAL ADVISORY COMMITTEE FOR AERONAUTICS 
RESEARCH MEMORANDUM 


PRELIMINARY INVESTIGATION OF A PERFORATED AXIALLY SYMMETRIC 
NOZZLE FOR VARYING NOZZLE PRESSURE RATIOS 


By Е11 Reshotko 


SUMMARY 


The performance characteristics of a perforated axially symmetric 
convergent-divergent nozzle were investigated in an attempt to achieve 
improved convergent-divergent nozzle thrust performance &t below design 
pressure ratios. The purpose of the perforations was to allow inflow 
of air into the overexpanded portion of the nozzle, thus advancing sepa- 
ration of the flow. 


The flow through the perforations was found to advance separation 
only when the perforations were liberally placed over the entire diver- 
gent portion of the nozzle. A local concentration of perforations caused 
separation only in the local region of perforation. 


The use of low energy atmospheric bleed air reduced thrust losses 
by as much as 50 percent at appreciably overexpanded operation. For 
underexpanded flow, air flowing out through the perforations caused sig- 
nificant thrust loss. With shrouding to prevent this outbleed, thrusts 
5 to 10 percent less than those of the unperforated nozzle were obtained. 
The use of high energy bleed was unsatisfactory since the inlet momentum 
penalty of the bleed air was in many cases greater than the additional 
thrust obtained. 


INTRODUCTION 


For operation at or above the design pressure ratio, the thrust 
ideally obtainable from a convergent-divergent nozzle is greater than 
the thrust obtainable from a convergent nozzle. Fixed-geometry convergent- 
divergent nozzles, however, have not generally been used for variable 
pressure ratio operation because of their poor thrust performance at 
below design pressure ratios. As an aid in the interpretation of the 
results of this investigation, the performance characteristics of a 
convergent-divergent nozzle will be reviewed. 
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Pressure 


2128 


Design-point 
cbamber pressure 


Throat area Exit 


For operation at the design pressure ratio (curve 1), the pressure 
at the exit section of an ideal nozzle is exactly equal to the free- | 
stream static pressure, which is herein assumed to be the static pressure 
of the region into which the nozzle is discharging. Underexpanded oper- 
ation is obtained when the back pressure is lower than the design-point 
pressure во that additional free-jet expansion takes place outside the | 
nozzle. The thrust obtained in underexpanded operation is less than 
could be obtained by isentropic expansion to the discharge pressure. 


Overexpanded operation is obtained when the back pressure is higher 
than the design-point chamber pressure. With initial rise in back pres- 
sure, oblique shock formations will appear outside the exit section. 
These shocks will increase in strength until a normal shock is formed 
at the exit section (point 2). Thrust losses are realized in this type 
of operation since there are pressures on the divergent wall of the noz- 
zle which are lower than the ambient pressure. With further increase 
in back pressure, the normal shock enters the nozzle and moves toward 
the throat (curve 3). After the normal shock reaches the throat, the 
nozzle "unchokes" thus allowing the throat pressure to increase as the 
back pressure is further increased (curve 4). Thrust losses are real- 
ized in this region of operation again because there are wall pressures 
in the divergent section that are lower than the back pressure. 


The ideal variable nozzle is one which operates on design at all 
pressure ratios. For a fixed geometry nozzle, this would imply sepa- 
ration of the flow from the wall of the nozzle at the station where the 
static pressure of the jet stream is exactly equal to the back or free 
stream pressure. The present investigation was undertaken at the NACA 
Lewis laboratory in an attempt to obtain such a type of operation. 


The purpose of this present investigation is therefore to determine | 
whether flow bleà through perfor&tions introduced in the divergent por- ж 
tion of а convergent-divergent nozzle ү111 improve the off-design | е 
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performance by causing the flow in the divergent portion of the nozzle 
to separate as described. Two types of bleed flow are considered. The 
first involves low stagnation energy bleed air (virtually at rest with 
respect to the nozzle) at ambient pressure applied to the perforations; 
the second involves bleed at prescribed pressures to simulate the effect 
of using some source of high pressure air. The case of the perforated 
nozzle with zero bleed flow is also considered. 


In addition to the tests indicated, an unperforated convergent- 
divergent nozzle and а convergnet nozzle were tested for purposes of 
comparison. 


The tests herein reported are for discharge into quiescent air. 
The effects of variation of size, shape, and configuration of the perfo- 
rations were not considered. 


DESCRIPTION OF APPARATUS AND METHOD 


The basic nozzle used in this investigation is an axially symmetric 
nozzle designed by the method of characteristics for an exit Mach num- 
ber of 2.186. The coordinates of this nozzle were corrected for turbu- 
lent boundary-layer displacement thickness by application of the method 
of reference 1 and are given in table I. А sketch of the basic nozzle 
is shown in figure 1. The nozzle was used in three forms: (a) perfo- 
rated convergent-divergent, (b) unperforated convergent-divergent, and 
(c) convergent. These are shown in figure 2. (The symbols used through- 
out this report are defined in appendix A.) The nozzle was instrumented 
with wall static-pressure taps as indicated in table II. 


In the tests to determine wall static-pressure distributions, the 
nozzles (unperforated convergent-divergent and perforated convergent- 
divergent) were mounted as shown in figure 3, drawing air in from the 
room. For zero bleed, а solid plate А was used. For ambient bleed, 
holes were drilled in this plate to allow the ambient discharge pressure 
to be applied to the perforations. 


In the tests to determine jet thrust of the various nozzles, the 
nozzles were mounted in the apparatus shown in figure 4. The supply 
air to this apparatus was at a dew point of approximately -209 Е. The 
wall pressure distributions presented, except those of figures 5 to 7, 
were obtained with the nozzle mounted in the apparatus of figure 4. 


In the apparatus of figure 3, varying nozzle pressure ratios were 
provided by varying the pressure in the exhauster line. The inlet total 
pressure was relatively constant at atmospheric pressure. For each set- 
ting of exhaust line pressure, readings were taken of the wall static 
taps. The perforation procedure in these tests consisted of drilling 
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holes at various stations and determining the effect on the wall pres- 
sures. А11 perforations were 1/8 inch in diameter. The first perfo- 
rations were at stations near the exit of the nozzle. А test was also 
run to determine the effect of a concentration of perforations at a 
station near the throat. 


In the apparatus of figure 4, pressure ratio was established by 
setting both the upstream primary total pressure and the pressure in 
the exhauster chamber. For the low pressure ratios, the upstream pri~- 
mary total pressure was kept at approximately one atmosphere and the 
exhauster chamber pressure was varied. For high pressure ratios, the 
exhauster chamber pressure was held at about 3 inches of mercury abso- 
lute and the upstream primary total pressure was varied. The maximum 
pressure ratio attainable was about 21. Secondary or bleed air was 
tapped off the primary flow line upstream of the primary weight-flow 
measuring orifice. Ву means of suitable valves, it was throttled down 
to the desired secondary pressures. 


Wall pressures were read on а mercury manometer board to the nearest 
0.05 inch. The calibration of the thrust cell in the apparatus of fig- 
ure 4 was checked before every run. 


DISCUSSION OF RESULTS 


In determining and evaluating nozzle performance, it is useful to 
record both the wall static pressures and the force thrust of the nozzle. 
Examination of the wall static-pressure profiles gives some insight into 
the characteristics of the internal flow whereas the force testing indi- 
cates over-all. nozzle performance. The thrust of the nozzle may also 
be calculated by integration of wall pressures. This value, however, 
is expected to ехсеед the thrust force measurement by the amount of the 
internal friction drag. 


Wall Static-Pressure Distributions 


Unpérforated convergent-divergent nozzle. - The wall static-pressure 


data for the unperforated convergent-divergent manele are presented in 
figure 5. The dashed lines in this figure indicate the calculated wall 
pressures for one-dimensional flow in the same nozzle. The actual wall 
pressure data for off-design pressure ratios do not conform at all to 
the values calculated from one-dimensional theory because of the 
inability of one-dimensional theory to predict the effect of the inter- 
action between the shock waves and the boundary layer when the nozzle 

is overexpanded. According to one-dimensional theory, the normal shock 
at the exit section of the nozzle will not begin to move upstream in the 
nozzle until the back pressure exceeds 0.52 of the nozzle inlet total 


2728 


Security Classification of This Report Has Been Cancelled 


NACA RM Е52427 GORE TDENT IAL — 5 


pressure (or unless the nozzle pressure ratio drops below 1.9). Experi- 
mentally, it was observed that the shock had already begun moving 

E upstream at a nozzle pressure ratio of 3.60. It is interesting to note 
that reference 2 allows the prediction of the maximum back pressure (or 
minimum nozzle pressure ratio) for which there may be а погша1 shock &t 
the exit of the nozzle. This point is indicated in figure 5. In all 
probability, the shock entered the nozzle before this maximum back pres- 
виге was exceeded. Ав а further indication of the nonconformance to one- 
dimensional theory, when the nozzle was operated at а pressure ratio 
of 1.55, the shock occurred at an area ratio of about 1.18 rather than 
at the predicted value of 1.65. 


92/2 


Since the actual wall pressures were higher than predicted, the 
obtainable thrusts are also higher. This point is brought out in refer- 
ence 5. The difference between the actual curve for complete expansion 
and the one-dimensional curve may be due to condensation effects in the 
nozzle and possibly to excessive boundary-layer displacement thickness. 


Perforated convergent-divergent nozzles - ambient bleed. - With the 
introduction of perforations near the exit section of the nozzle, effects 
were noticed which seemed to be dependent on the number of perforations 
introduced. For the condition of least perforation shown in figure 6(a), 
there is a slight increase in wall pressures near the exit of the nozzle 

ы but it is not sufficient to indicate separation. With the introduction 
of more perforations near the exit, the wall.pressures decreased to the 
extent that they became noticeably less than the wall pressures for the 
unperforated nozzle. The tendency toward separation was therefore 
reduced, and the upstream movement of the shock in the nozzle was 
retarded. А comparison of the curves of figures 6(а) апа 6(b) indicates, 
however, that for the same perforation configuration there was & more 
advanced tendency toward separation with decrease in nozzle pressure ratio 
(rising back pressure). The configuration that gave the poorest perform- 
ance at а nozzle pressure ratio of 3 was improved at а pressure ratio 

of 2.2 to the extent that the wall pressures were-about equal to those 
for the unperforated nozzle. This was probably an effect of the increased 
pack pressure and consequently greater mass flow through the perforations 
at higher velocities. The wall pressure distribution for the com- 
pletely perforated nozzle with ambient bleed is presented in figure 6 

for comparison. These pressures were generally higher over most of the 
length of the nozzle because of the cumulative effect of bleed through- 
out the divergent portion of the nozzle. Figure 6(a) shows that in the 
region of the throat (А/А+ = 1.0), wall pressures &re lower for the com- 
pletely perforated nozzle than for the unperforated nozzle. This occurs 
because of outbleed through these perforations since the throat pressure 
ы is greater than ambient pressure. 


A concentration of perforations in the vicinity of the throat 
m seemed to cause local separation in the region of the perforations 


Security Classification of This Report Has Been Cancelled 


6 SONFIDENT IAE == NACA RM E52J27 


(fig. 7). The flow reattached for nozzle pressure ratios greater than 
about 1.60, however. | 


The completely perforated nozzle had highest wall pressures over 
most of the operating range. The wall pressures for this nozzle with 
ambient bleed are shown in figure 8. The pressure distributions appear 
to indicate some separation &t almost 811 pressure ratios. 


in an attempt to reobtain unperforated nozzle performance, the com- 
pletely perforated nozzle was shrouded so as to eliminate net bleed. 
The outbleed near the throat of the nozzle reentered further downstream. 
The resulting wall pressure distributions are shown in figure 9. The 
wall pressure distributions are somewhat different from those of fig- 
ure 5. Whereas in figure 5 there was no separation indicated before 
the shock occurred in the divergent portion of the nozzle, it appears 
that the additional roughness of the drilled holes caused some sepa- 
ration of the flow upstream of the shock. Also, the wall pressure dis- 
tribution for complete expansion of the nozzle of figure 9 1в lower than 
that of the unperforated convergent-divergent nozzle (fig. 5), indicating 
а thrust penalty imposed by bleed holes even without bleed flow. 


Perforated convergent-divergent nozzles - pressurized bleed. - The 
bleed cases во far presented are for ambient bleed. Figures 10(а) and 
10(b) present wall static-pressure distributions for bleed pressure 
equal to 0.4 of inlet total pressure and for bleed pressure equal to 
inlet total pressure, respectively. In figure 10(a) (Р_/Р = 0.4) the 
pressure distributions at low area ratios do not change appreciably with 
pressure ratio, whereas for area ratios greater than 1.5 the rate of 
pressure rise depends definitely on the operating pressure ratio. The 
wall pressures here are fairly high, especially for the large pressure 
ratios. The shapes of the pressure distributions shown in figure 10(b) 
are quite different from those of figure 10(а). Тһе pressure decreases 
steadily down the nozzle to the exit pressures. The large influx of 
bleed weight flow also seems to prevent the throat from becoming choked. 


Nozzle Thrust Data 


The jet thrust data for the nozzles tested in this investigation 
are presented in the form of thrust coefficients. Jet thrust is а func- 
tion of only the nozzle pressure ratio and does not depend directly on 
the flight conditions. The net thrust of a nozzle is obtained by sub- 
tracting the momentum of the incoming flow from the jet thrust. Тре 
net thrust will be further considered in the discussions involving incre- 


mental thrust ratio. The jet thrust parameter F 5/8, for the ideal noz- 


zle, the actual nozzle, 804 the ideal convergent nozzle are defined in 
appendix В. In figure 11, F 4/5 as a function of pressure ratio is 


plotted for the ideal nozzle and the ideal convergent nozzle. The jet 
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thrust coefficient C. is defined in appendix В as the ratio of the 
actual jet thrust of the nozzle to the jet thrust of the ideal nozzle 
25 the same operating pressure ratio. 


Ав shown in figure 12, the convergent nozzle had highest jet thrust 
coefficients of any of the nozzles presented for pressure ratios less 
than 5. It is also to be noted that for pressure ratios less than 2.5, 
the perforated convergent-divergent nozzle had thrust coefficients which 
were about midway between those of the unperforated convergent-divergent 
nozzle and the convergent nozzle. However, even at the higher pressure 
ratios, the thrust coefficients of the perforated nozzle never signifi- 
cantly exceeded those of the convergent nozzle. The thrust coefficients 
for the shrouded perforated nozzle with no bleed were generally somewhat 
lower than those of the unperforated convergent-divergent nozzle, but 
showed the same trends with pressure ratio. 


The thrust coefficients for the nozzles with bleed were calculated 
in two ways. The first of these was on а constant total weight flow 
basis. The sum of the primary weight flow and the weight flow through 
the perforations was assumed constant and equal to the primary weight 
flow of the unperforated convergent-divergent nozzle. This condition 
implies a smaller throat for the perforated nozzle than for the unperfo- 
rated nozzle. On this basis it is noted (fig. 13(a)) that for 
P,/Pp > 0.6, slightly higher thrusts were obtained for the bleed cases 


than for the unperforated nozzles for pressure ratios of about 2.5 or 
less. On @ constant primary throat area basis (fig. 13(b)), thrust 
coefficients were obtained which in each case were greater than those 

of the shrouded perforated nozzle with no bleed. It is also to be noted 
that the jet thrust coefficients can exceed unity since additional weight 
flow is taken in through the perforations. The curves for Р,/Рр - 0.8 


and Рв/Рр = 1.0 did not differ greatly possibly because the total 


weight flow (sum of primary апа bleed weight Plows) for these two bleed 
pressures was &bout the same. 


Weight Flow Data 


Weight flow information for all but the cases of pressurized bleed 
is presented in figure 14 in terms of the corrected weight flow parameter 


Wp»/6/A,8, and flow coefficient Cp. The flow coefficient Ср із 


defined as the ratio of measured weight flow to the weight flow of a 
choked ideal nozzle having the same throat area. For choked flow, the 
flow coefficient for all nozzles averaged 0.98. The convergent-divergent 
nozzles (without bleed) remained choked throughout the test range whereas 
the perforated nozzle and the convergent nozzle were unchoked at а pres- 
sure ratio of about 1.5. 
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For the cases of pressurized bleed (fig. 15) the primary throat was 
choked over the entire range for Pg/Pp < 0.6. Тһе throat, however, 
unchoked for Р,/Р,- 0.8; the maximum Plow coefficient for this case 
was 0.91. The maximum flow coefficient for P в/Рр = 1.0 was 0.79. The 
corrected ratio of bleed weight flow to yrimary weight flow is plotted 
in figure 16. The ratio remains constant for pressure ratios above which 
there is no change in internal wall pressure distribution. 


Incremental Thrust Ratio - Turbojet and Ram-Jet Assumptions 


To properly evaluate the thrust. characteristics of various exit 
configurations, especially those involving weight flows in addition to 
the primary weight flow, the exit nozzles may be considered as part of 
а complete propulsive system. The net internal thrust of the system is 
thus a function of the flight conditions so that certain flight plan 
assumptions must be made to carry out this calculation. The expressions 
for net thrust (thrust with inlet momentum subtracted) for the ideal 
nozzle and ideal convergent nozzle are derived in appendix C. The flight 
plan assumptions for turbojet and ram-jet systems are given in appendix D. 


Since the convergent nozzle is in most widespread use at present, 
its performance serves as a reference value in the expression for incre-~ 
mental thrust ratio. Incremental thrust ratio is defined as (F-F,)/F, с, 


All quantities in this expression are net thrusts. This expression can 
be modified somewhat in the numerator. For cases of no bleed and equal 
inlet momentum, d 


For савев with bleed, 


А (23 
Е-Е. = (8, E eA -(bleed inlet momentum) 
t ot 
с 


The relations for incremental thrust ratio for both pressure and force 
data are presented in appendix D. The variation of incremental thrust 
ratio with flight Mach number for the turbojet and ram-jet шрын 
is presented in figures 17 апа 18, respectively. 


The differences in magnitude between the thrust, calculated from 
wall pressure integration and force data would be caused primarily by 
internal friction along the walls of the nozzle. For the unshrouded 
perforated nozzle with ambient bleed the difference is especially large 
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at high pressure ratio operation (figs. 17 or 18). This indicates proba- 
ble loss of weight flow through the bieed holes. 


In addition to the curves whose trends were already indicated in 
figure 12, а curve was drawn (figs. 17(b) and 18(b)) showing the perform- 
ance of the perforated nozzle taking bleed air from the free stream 
through & normal shock diffuser. For the turbojet (fig. 17(b)), this 
curve follows that of the nozzle with ambient bleed (no bleed inlet 
momentum) very closely. For the ram jet (fig. 18(b)), however, it is 
readily noted that the performance of this configuration is the poorest 
of any shown. The thrust realized from the bleed weight flow was gener- 
ally insufficient to balance the inlet momentum penalty involved in its 
induction. 


For the turbojet (fig. 17(b)) the convergent nozzle gives highest 
thrust to Мо = 1.4, with the unperforated convergent-divergent nozzle 


giving highest thrust for Мо > 1..4. The perforated nozzle gives about 


l5 percent less thrust than the convergent nozzle for Мо < 0,9 and 
about 5 percent less thrust between Мо = 1.2 ала Мо = 1.45. At this 


point it would be advantageous to shroud the perforations and thus 
eliminate bleed rather than to continue with ambient bleed at the perfo- 
rations. The resulting shrouded nozzle gives 5 percent to 10 percent 
less thrust than the unperforated nozzle as flight Mach number is 
increased from 1.45 to 2.8. 


Тһе саве of zero bleed inlet momentum in all probability is unattain- 
able. However, the curves for bleed cases &re probably somewhere between 
the curve of zero bleed momentum and the curve for full bleed inlet 
momentum. The break in all the curves ас М = 0.9 for the case of the 
turbojet occurs because of an abrupt change of altitude in the assumed 
flight plan (appendix D). 


The curves for ram-jet performance with the same nozzles (fig. 18) 
are the same except for the Mach number range. It is Here seen 
(fig. 18(b)) that the convergent nozzle suffices to a Mach number of 2. 


CONCLUDING REMARKS 


The perforated nozzle did not perform as expected. Іп the region 
of overexpanded flow, separation did not take place at the desired sta- 
tion for a given pressure ratio, while for high nozzle pressure ratios, 
loss of weight flow through the perforations caused significant thrust 
losses. The perforated nozzle might find application where bleed air 
is available internally (e. g., from boundary-layer bleed). The air can 
be put through the perforations rather than be ejected to the free stream. 
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This may be of some advantage in the overexpanded region. However, it 
must be ascertained that there is sufficient bleed flow since an insuffi- 
cient amount may be worse than no bleed at all. Where the nozzle would 
ordinarily be underexpanded, the perforations can be closed off by a 
shroud. 


It is felt that the use of larger divergence angles in the divergent 
portion of the nozzle would facilitate separation and therefore result in 
better nozzle performance at overexpanded conditions. 


SUMMARY OF RESULTS 


The following results were obtained from an investigation of the 
flow characteristics and thrust performance of а perforated axially- 
symmetric convergent-divergent nozzle: 


1. The flow through the perforations was found to advance separation 
only when the perforations were liberally placed over the entire divergent 
portion of the nozzle. А local concentration of perforations caused 
separation only in the local region of perforation. 


2. The convergent nozzle gave the greatest thrust of all the nozzles 
tested for pressure ratios less than 5. The unperforated convergent- 
divergent nozzle gave greatest thrust for pressure ratios greater than 5. 


3. Use of low energy bleed air (no inlet momentum penalty) through 
perforations reduced thrust losses by as much as 50 percent at appreciably 
overexpanded operation. With high energy bleed air, the bleed system 
drag exceeded the reduction in thrust losses due to the bleed. For design 
point or slightly overexpanded operation, the presence of perforations 
was undesirable because of the loss of mass flow through the open perfo- 
rations. Even with the perforations closed off externally, the remaining 
internal roughness caused 5 to 10 percent reduction in thrust from that 
of the unperforated convergent-divergent nozzle. 


Lewis Flight Propulsion Laboratory 
National Advisory Committee for Aeronautics 
Cleveland, Ohio 
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АРРЕМОТХ А 
SYMBOLS 
The following symbols are used in this report: 
area perpendicular to nozzle axis 
area of external scoop 


flow coefficient, ratio of measured weight flow to the weight flow 
of choked ideal nozzle having same throat area 


F F 
jet thrust coefficient, e 
5 5+4 А 


velocity coefficient, ratio of actual exit velocity to exit veloc- 
ity of ideal nozzle at same pressure ratio 


net thrust 

дес thrust 

Mach number 

total pressure 

static pressure 

ratio of turbine exit total pressure to compressor entrance total 
pressure for turbojet engine; ratio of total pressure at exit of 
combustion chamber to total pressure at entrance to combustion 
chamber for ram-jet engine 

pressure recovery of inlet 

total temperature 

static temperature 

weight flow 

orientation angle of wall static-pressure taps to mein line of taps 

ratio of specific heats 


ratio of static pressure at flight altitude to sea-level static 
pressure of NACA standard atmosphere 
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бу ratio of total pressure at nozzle entrance to sea-level pressure 
of NACA standard atmosphere И 


Ө ratio of total absolute temperature at nozzle inlet to absolute 
temperature of NACA standard atmosphere at sea level 


Station subscripts: 

О free stream or ambient 

e exit section of nozzle 

p main flow through nozzle (primary) 
8 bleed or bleed chamber (secondary) 
t thro&t 

wW wall 


Other subscripts: 


8, actual 
с convergent nozzle 
i ideal 


sl МАСА standard atmosphere sea-level conditions 
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APPENDIX В 


METHOD OF CALCULATION OF NOZZLE JET THRUST AND 


JET THRUST COEFFICIENT 


General nozzle jet thrust. - From momentum considerations at the 
Зи nozzle exit section, the jet thrust force can be written 
to 
со 
Fj = реће (1 + үМ22) - Pote (в1.) 
also, 
РО 
б = == 
E Ps1 
and therefore, 
F Pe 2 
gi = Porte 22 (15 Т”) -1 (ва) 


Ideal nozzle. - The ideal nozzle is defined ав that expanding the 
flow to ambient pressure at all pressure ratios (р. = ро). Substidtut- 


: ing the relation р. = ро in equation (82) gives 


[3 
(=) = РьзАе Me” (B3) 


Evaluating A,/A, and М. in terms of Рр/ро and substituting in 
equation (B3) give 


| Yl 
у т 2 2(ү-1) Р 
e = РЕЈА; TAJPI (=) (2) 


Actual nozzle. - Actual nozzle performance is given on a coefficient 
basis: А 


Е Е 
О - os), оч 
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where C4 = Ср X Cy, the product of the flow coefficient and velocity 
coefficient. 


Ideal convergent nozzle (choked). ~ The ideal convergent nozzle has 


sonic flow at the exit section when the flow is choked. For unchoked 
flow, the ideal nozzle relation (equation (В5а)) can be used. For a 
choked exit section, 


Y 


"s 2 
Ре = үзі РЬ and A, = А+ 


Substituting in equation (B2) results in 


у-1. 
(2) = Раја, | (1+ о) (2) - 1 (В5) 
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APPENDIX С 


NET THRUST CONSIDERATIONS 


General. - | | 


Су «мө ---- — — а... — — 


From momentum considerations, the net internal thrust for this configu- 
ration сад be written: 


F = р.А.(1 + TMe”) - роАс(1 + үм) + ро(Ао - Ае) 
= р.А.(1 + YM,7) - родоуМо“ - Poke (c1) 
This expression is mađe dimensionless through division by APD: 
A. D Po Ао Po A 
Е е Хе 2 О 2 о ^e 
Кє = Д-Р (1 + ТМ) - вх. ТМО сво (са) 
АУР, = А Б, "end cup ac “Бол, 


Assuming isentropic expansion in the nozzle (such ав for ideal noz- 
zle and for underexpanded flow cases) and using the continuity relation 
between stations О and 5: 


(сз) 
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Ideal nozzle. - For the ideal nozzle Ре = pg; equation (05) then 


becomes 
+1 t-r Ү-4. 
F 2(Y-1) Р \ 27 РАТ t 
Es m za] ү(-2 -5-1(-в ші - ҮМ -21 (са) 
ҺАР, Қүн Ро r-l | \Po Тр 


Ideal convergent nozzle (choked). - For & choked exit section, 


E 
Pp (ты 
Ре a 


Substituting in equation (C3) gives 


x e x 7 To о ВЕН 
АР = (lr) A) цан 2(ү+1.) Тр | Р, (05) 


T = 
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APPENDIX D 
ASSUMPTIONS AND METHOD OF TURBOJET AND RAM-JET SAMPLE 
CALCULATIONS FOR PRESSURE AND FORCE DATA 
Turbojet Flight Plan and Assumptions 


Ihe schedule of engine pressure ratio r, and inlet recovery ri 
for the assumed turbojet flight plan is tabulated below: 


Aititude 


1.912 | 0.96 
1.019 ‚96 
1.715 ‚96 


i 
The value of === 
ALP, 


тета == 
Y -1l. eV T 
Тег: | + “2” 27 


Ram-Jet Flight Plan and Assumptions 


For the ram jet all flight is assumed at the tropopause with 
Мо = 0.9. Inlet recovery is the same as for the turbojet in the tropo- 
pause and г. is taken as 0.90. As before, T, = 3200° R. 


nen Soares (2) 


са 
r-l r 
0.9 r4 | + x?) 


re lo? 
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Calculations of Incremental Thrust Ratio 


Zero bleed momentum. - The incremental thrust ratio as calculated 
by use of the wall pressure data is 


Ae 
(52) 4) 
F -F P 
- с Gs L y (D3) 
сі сі 
m 


= (D4) 


External bleed. - The incremental thrust ratio as calculated by use 
of the wall pressure data is 


(D5) 


When it is assumed that all the external bleed is from the free 
stream, 
2 РОГА 
PW ala) = ум“ (а) 
РА 4 o Рр А, 
` From mass flow considerations, 


А, = i А z түшү ч» 


Ав 
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Ytl 
й O M e 2) Vol? [w. fis | По 
Y W 1| T5 | (Та 
E 1+ === іу, 
therefore 
г 
Б үзі 
2-1 
2” Ка) тэг gens (59 ЗДІ 
l + L Nc TE "р 175111. 
Fea 
Эр (D5a) 


Ч. T 
Та the above calculation, W- == is chosen for the operating pres- 


P Pg VP 
sure ratio and value of 5- = DE where => is normal shock recovery 
> Р 


&t the flight Mach number (see, for instance, fig. 16). Т 
equal to То. 


"у 
С Fg 


в Was ав sumed 


The incremental thrust ratio as calculated by use of the force 


data, is 
ШОССЕ Oa REO, 
2 | Patt DEA 20; 
(26) 
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TABLE I. - NOZZLE COORDINATES TABLE ТТ. - WALL STATIC-TAP LOCATIONS 
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(fig. 2) 
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6 holes equally spaced 
64 diam. bolt circle 


Distribution of perforations at x= 4.50 


Figure 1. - Basic nozzle used in this investigation. (Dimensions are in inches.) 
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Figure Z. - Photographs of nozzles investigated. 
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Figure 3. - Setup at duct station. 
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Exhaust chamber 
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(a) Thrust rig details and setup for unperforated nozzle and for unshrouded 


perforated nozzie with ambient inbleed. 


(c) Shrouded perforated nozzle with bleed. 


(b) Convergent nozzle. 
Figure 4. 
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divergent nozzle for various nozzle pressure ratios. 


Figure 5. 
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(a) Nozzle pressure ratio, 5.0. 


Figure 6. - Wall static-pressure distribution with various numbers of perforations and ambient bleed. 
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(b) Nozzle pressure ratio, 2.2. 


Wall static-pressure distribution with various numbers of 


perforations and ambient bleed. 


Figure 6. - Concluded. 
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Figure 7. - Effect of local concentration of perforations on wall static-pressure distribution 
with ambient bleed. 
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- Wall static-pressure distribution in divergent portion of perforated convergent- 


divergent nozzle with ambient bleed for various nozzle pressure ratios. 


Figure B. 
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Wall static-pressure distribution in divergent portion of shrouded perforated convergent- 
divergent nozzle with no bleed for various nozzle pressure ratios. 


i Figure 9. 


8222 . 


Security Classification of This Report Has Been Cancelled 


21?8 


КАСА RM Е52727 


2.0 


ENRETA: 
У КУ НИ ГГ, 
ААА Аи 
a VAS 3 


CTC 
|___ „ДАДА | || k 
21111131 ү 
211111м4411:(1114 


SUPREME AREER, 


“д/а 
әлпевәсі 13301 4ӘТПТ O4 өссӨвэлй 274916 ттен jo оруви 


(a) Ratio of bleed total pressure to inlet total pressure, 0.4. 
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pressure distribution in divergent portion of shrouded perforated convergent- 


divergent nozzle with.bleed at various nozzle pressure ratios and bleed pressure ratios. 
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(b) Ratio of bleed total pressure to inlet total pressure, 1.0. 
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Figure 10. - Concluded. Wall static-pressure distribution in divergent portion of shrouded perforated 
convergent-divergent nozzle with bleed at various nozzle pressure ratios and bleed pressure ratios. 
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Figure 12. - Thrust coefficient variation with nozzle pressure ratio. 
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Figure 15. - Variation of thrust coefficient with nozzle pressure ratio for pressurized 
bleed through perforations. 


122294 We VOVN 


се 


Security Classification of This Report Has Been Cancelled 


56 CONFIDENTIAL NACA RM Е52227 


В 10 2050” 


convergent-divergent 
; sbrouded; no bleed 


8. 


шшш чага КУ шин 
шшш чка ГЕ 
РЕМ К ГЕ 
нинналкеалал ашы! 
COCCCARSER ESSEC 
ТО ХХООХ 
У УРА МР UN) 
шиплачьчни! 
sm шинь акча ни! 


2 
5 


4 


5 


2.5 


Nozzle pressure ratio, РР 


RUNE, x: йй: шингэн, сон Pol 


pressure to inlet 


total pressure 
P,/Pp 
225 


Ratio of bleed total 


r1 
- M гі © оз e ZEN m 
+ ні 


Ро 'ашетотјјооо заты, 


(b) Comparison for constant throat ares. 


Figure 15. - Concluded. Variation of thrust coefficient with nozzle pressure ratio for 
pressurized bleed through perforations. 
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Figure 14. - Weight flow and flow coefficient variation with nozzle pressure ratio. 
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Figure 16. - Variation of net weight flow through perforations with bleed tota) pressure 
and nozzle pressure ratio. 
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Figure 17. - Variation of incremental thrust ratio with flight Mach number for various nozzle configurations; 
turbojet flight assumptions. 
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(b) Force data. 


Figure 17. - Concluded. Variation of incremental thrust ratio with flight Mach number for various 
nozzle configurations; turbojet flight assumptions. 
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Figure 18. - Veriation of incremental thrust r&tio with flight Mach number for various nozzle configurations; ram jet flight assumptions. 
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